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A mplifi cation of^ JLtt jtcbment;, D s 

1„ Mast s to those shown hare were mounted on many of the concrete bloc ks * 

” 'welded outside plant, zuz ana Lnen mourn, eg ^ ruy 
l&st-mnute wrk or repairs were done in the building. I I 

masts vern approximately three meters high* and that tbs baseplate covered 
the concrete blocks- 


| ^ , ^ 

.further constr uct ion was going on at the end or the plant ZVZ r art nest, " TfrnT 

the tank room * I late st 

as high as the top of the mast3» | | 

something like a large car radiator* with vertical fins rather than — 
ype ** const rac t ion* 
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